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E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: WINDSHIELD INSTALLATION 

REE: TEL AVIV 1487 

1 . IT APPEARS THAT TEL AVIV HAS INSTALLED NEW ARMORED WIND- 
SHIELD WITHOUT ASSISTANCE OR GUIDANCE FROM SY MECHANICS. 

2. REQUEST THAT MECHANIC LOOK INTO THIS INSTALLATION AND 
MAKE WHATEVER CORRECTIONS NECESSARY. PROPER INSTALLATION 
IS VITAL TO PREVENT BREAKAGE OF THIS EXPENSIVE ITEM. 

3. PLEASE ADVISE. 
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